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INTRODUCTORY NOTE

understanding as to the meaning of terms which are in
common use. It is in the hope of clearing away some of
the difficulties arising from the variety of treatment which
is to be met with, that a whole chapter has been devoted to
the relationships of the various coefficients of self-induction,
and of the leakage and dispersion factors, adopted by different
schools.

